(SEE OTHER SIDE) 



COMPLETE LIST PRICES 

STANDARD KRS INSTRUMENTATION DIV*, DATA TECHNOLOGY CORP. 
PORTABLE CARTRIDGE INSTRUMENTATION RECORDERS 

MODEL DR-2 , FOR AM AND FM DATA RECORDING a 

*1 TO 12 CHANNELS 


Basic 6-Deck Recorder/Reproducer, 6 speed; 15/16, 1-7/8, 3-3/4, 7-1/2, 

15 and 30 ips; for up to 6 Cartridges; with reversing; and with end- 

of-tape sensing heads for all cartridges; less tape cartridges $3,200 

Power Supply (for up to 12 Record and 12 Reproduce Amplifiers) 440 

Heads, 2 Track Record; and 2 Track Reproduce, microgap type, metal 

surfaced, (IRIG compatible). Record each, or Reproduce each 150 

Direct Record Amplifier, plug-in type * *-• 95 

Direct Reproduce Amplifier (with plug-in equalizer for one speed), 

plug-in type ---■ 95 

Plug-In Equalizer 20 

Direct Record, with Bias Oscillator (for up to 12 channels on same 

unit) 130 

Cue Oscillator (for up to 12 channels at IKc, 6Kc, lOKc, or other 

option) 45 

FM Record Amplifier (with plug-in tuning element for one speed), 

plug-in type — 125 

FM Limiter, plug-in type -■ 80 

FM Discriminator (with tuning element and output filter for one 

speed) plug-in type 145 

Plug-In FM Record Tuning Element 30 

*Note: Also available with 4 track heads, for up to 24 channels 


MODEL MD-2 SINGLE CARTRIDGE UNIT, FOR AM 
AND FM DATA RECORDING, 1 TO 4 CHANNELS 

Basic Recorder/Reproducer with Rack Mounting, for any single speed; 
1-7/8, 3-3/4, 7-1/2, 15 or 30 ips; with reversing; with fast forward; 


and with or without (specify, no extra charge) end -of - tape sensing 

head; less tape cartridge 950 

Power Supply, for 1 to 4 channels Record and Reproduce Electronics 385 

Heads, Record 2 channel; and Reproduce 2 channel, each, same as for 
Model DR- 2 (See DR-2 Pricing) above. 

Two adjacent speeds; or 15/16 ips, extra 75 

OR: 


Optional 4 channel Record and 4 channel Reproduce Heads, microgap 

type, metal faced (IRIG compatible) Record each, or Reproduce each-- 240 

Electronics for Direct or FM, Record and Reproduce, Up to 4 channels 
maximum, same as for Model DR- 2 (See DR-2 Pricing) above. 

Case, for table-top use — 100 

Case, for field portability (glass epoxy, with carrying handle) 300 

CARTRIDGE PRICE SCHEDULE 

KRS Reversing Cartridge, Empty ( less tape ), each 8 

KRS Reversing Cartridge, with any specified length of tape loop, 
with or without foil stop (specify), up to maximum load (slightly 
less than 1,200 feet), 1/4” 1 Mil Base Mylar, Instrumentation 

Quality, Graphite Lubricated Tape, each 16 


NOTE : 15/16 ips requires a special motor, at $75 extra, for Model DR-2 

or Model MD-2. 


COMPLETE LIST PRICES (CONTINUED) 


ACCESSORIES 


250 Mw. Solid-state, plug-in, Power Amplifier Card, for voice data reproduction 

into 3.2 ohm loudspeaker $ 85 


Model *MDA-120AC, solid-state, rack mount (7 H x 19 H ) Motor Drive Amplifier Unit, 

150 Watt AC Output (for any KRS Instrumentation Model Recorder /Reproducer , 
for 105 VAC to 125 VAC, 45 cps to 65 cps Input, Provides + *017* accurate 

60 cps output for . 17. tape speed regulation - - 850 

Model MDA-24DC, solid-state, rack mount (7 U x 19 M ) Motor Drive Amplifier 

Unit. Same as above, except for 24 to 28 VDC Input 750 

Erase Option: Erase Head, for 2 or 4 track cartridge (specify at time of order)- 20 

Erase Oscillator, for AC Erase 130 


(Number of Erase Heads Driven is Limited by Power Available. 

Requires approx. 5 Watts Per Cartridge, Also, erase heads are 
impractical for speeds above 7-1/2 ips.) 

Up to 12 Channel Automatic Channel Sequencer (for track- to- track Record or 

Reproduce Electronics Sequencing, each. Specify at time of order) 450 

(Cartridge- to-cartridge sequencing requires no accessories; it is standard 
on all Model DR-2 systems.) 

Bias Filter Card (plug-in filter to eliminate bias frequency at Direct Reproduce 

Output, for unmodulated Visual oscilloscope display) 30 

TYPICAL SYSTEM PRICES 

MD-2, 2 Channels FM Rec./Repro . DR-2, 4 Channels FM Rec./Repro . 


1 - MD-2 Standard Deck $ 950 

1 - MD-2 Power Supply 385 

2 - Heads, 2 Track Rec , 6c 

Repro. , Pair 300 

1 - Cue Oscillator 45 

2 - FM Record Amplif. ($125 ea.)-- 250 

2 - FM Limiter ($80 ea , ) 160 

2 - FM Discriminator ($145 ea.) 290 

TOTAL SYSTEM PRICE $2,380 


MD-2, 1 Channel Direct and 3 FM 
Record /Reproduce 

1 - MD-2 Standard Deck — 950 

1 - MD-2 Power Supply 385 

2 - Heads, 4 Track Rec. 6c 

Repro., Pair 480 

1 - Cue Oscillator 45 

1 - Direct Record, with 

Bias Oscillator 130 

1 - Direct Reproduce Amplif. 95 

3 - FM Record Amplif. ($125 ea.)-- 375 

3 - FM Limiter ($80 ea.) 240 

3 - FM Discriminator ($145 ea.) 435 

TOTAL SYSTEM PRICE $3,135 


1 - DR-2 Standard Deck $3,200 

1 - DR-2 Power Supply 440 

2-2 Track Rec. Heads ($150 ea . ) 300 

2-2 Track Repro. Heads ($150 ea.)- 300 

1 - Cue Oscillator 45 

4 - FM Record Amplif. ($125 ea . ) 500 

4 - FM Limiter ($80 ea.) 320 

4 - FM Discriminator ($145 ea . ) 580 

TOTAL SYSTEM PRICE $5,685 


DR-2, 1 Channel Direct and 12 FM 
Record /Reproduce 

1 - DR-2 Standard Deck $3,200 

1 - DR- 2 Power Supply 440 

6-2 Track Rec, Heads ($150 ea.) 900 

6-2 Track Repro. Heads ($150 ea.)- 900 

1 - Cue Oscillator 45 

1 - Direct Record, with Bias Osc. -- 130 

1 - Direct Reproduce Amplifier 95 

11 - FM Record Amplif, ($125 ea . ) 1,375 

11 - FM Limiter ($80 ea . ) 968 

11 - FM Discriminator ($145 ea.) 1 , 595 

TOTAL SYSTEM PRICE $9,648 


*Note: Available on special order, for 210 VAC to 250 VAC 45 cps to 65 cps Input, 
at $25 additional cost. Special 50 cps Model DR-2 or MD-2 Systems for 115 
or 250 VAC power requires $100 additional cost. 


This price list is effective March 15, 1965, Prices are subject to change without 
notification. See KRS Instrumentation Div. Equipment Bulletins for specifications and 
description of standard items listed herein. 

KRS DIV., DATA TECHNOLOGY CORP.- 2370 Charleston Road, Mountain View, California 


